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Medical Education Department 

TENDER NOTICES 

( 1 ) 

No. C7/13744/2013/MCT. 17th June 2013. 

Sealed competitive tenders are invited for the supply of Glasswares required for Various Departments of Medical 
College, Thiruvananthapuram. Tender should be superscribed, Tender number and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 Oil. Details can be had from this Office on working hours till 3.30 p. m. 

Tender No.—36/2013. 

Cost of tender form (Inclusive of Sales Tax): 

Original—? 1,050. 

Duplicate—? 525. 

Last date and time for sale of tender form—30-7-2013, 3.30 p. m. 

Last date and time for receipt of tender form—31-7-2013, 2.30 p. m. 

Opening date and time of tender—31-7-2013, 3 p. m. 

Tender forms will be sent through post if required provided due amount with sufficient postage charge (? 50) is 
sent by way of Money Order in favour of the Principal, Medical College, Thiruvananthapuram, Kerala State, Pin-695 Oil. 
Money Order should reach this Office on or before 18-7-2013. No other forms of remittance will be accepted. 
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List of Items 


SI, No. 

Items 

Microbiology 

Pathology 

(1) 

(2) 

(3) 

(4) 

1 

Beaker without spout for Histokinete (2 lr.) 


20 Nos. 

2 

Conical flask flat bottomed 2000 ml 


5 Nos. 

3 

Conical flask flat bottomed 1000 ml 


5 Nos. 

4 

Conical flask flat bottomed 100 ml 


40 Nos. 

5 

Cover glass No. 1 (0.13 to 0.16 mm thick) 22 x 22mm 
(1 box containing 20 small boxes) 


100 Boxes 

6 

ESR Pipette (Esrite) 


100 Nos. 

7 

Measuring cylinder (50 ml) 


5 Nos. 

8 

Measuring cylinder (100 ml) 


5 Nos. 

9 

Measuring cylinder (250 ml) 


2 Nos. 

10 

Pasteur Pipette long tip 10 ml 


50 Nos. 

11 

Pasteur Pipette long tip 5 ml 


20 Nos. 

12 

Paper weight (glass) 


10 Nos. 

13 

Test tube hard (borosil) 80 x 10 mm 


800 Nos. 

14 

Funnel 5 cm diameter 


5 Nos. 

15 

Funnel 10 cm diameter 


10 Nos. 

16 

PCV tube (Wintrobe) 


50 Nos. 

17 

Mueusm Jar (Perspex) with lid 15x7x5 cm 


15 Nos. 

18 

Mueusm Jar (Perspex) with lid 15 x 10 x 5 cm 


15 Nos. 

19 

Mueusm Jar (Perspex) with lid 15x13x10 cm 


15 Nos. 

20 

Mueusm Jar (Perspex) with lid 15x15x7 cm 


15 Nos. 

21 

Mueusm Jar (Perspex) with lid 15 x 20 x 5 cm 


15 Nos. 

22 

Mueusm Jar (Perspex) with lid 25 x 20 x 10 cm 


5 Nos. 

23 

Mueusm Jar (Perspex) with lid 30 x 20 x 10 cm 


5 Nos. 

24 

Beaker 50 ml 


10 Nos. 

25 

Flemocytometer 


15 Nos. 

26 

Reagent bottle with narrow mouth and stopper 125 ml 


100 Nos. 

27 

Staining dish (glass) with lid (to stain 25 slides) 


25 Nos. 

28 

Koplin jar (glass or plastic) with screw cap (for 5 slides) 


50 Nos. 






(1) 

(2) 

(3) 

(4) 

29 

Perspex sheets 3 mm thickness—Black 


25 square metres 

30 

Perspex sheets 3 mm thickness—White 


25 square metres 

31 

Perspex sheets 3 mm thickness—Transparent 


25 square metres 

32 

Test tube 15x2 cm 


3000 Nos. 

33 

Westergrens ESR tube 


300 Nos. 

34 

ESR Stand for 6 tubes 


50 Nos. 

35 

Beaker with spout (Borosil) 250 ml 

25 Nos. 


36 

Beaker with spout (Borosil) 500 ml 

50 Nos. 


37 

Spare aluminium cap for Blood culture bottle 
with rubber lining and hole 

8000 Nos. 


38 

Conical flask—Narrow mouthed (Borosil)—500 ml 

300 Nos. 


39 

Conical flask—Narrow mouthed (Borosil)—1000 ml 

10 Nos. 


40 

Pipettes (Borosil) 1 ml 

100 Nos. 


41 

Pipettes (Borosil) 2 ml 

100 Nos. 


42 

Test-tubes without rim (Borosil) 10 x 75 mm 

8000 Nos. 


43 

Test-tubes with rim 32 x 200 mm 

500 Nos. 


44 

Test-tubes with rim 25 x 200 mm 

500 Nos. 


45 

Funnel (Borosil) 100 mm 

5 Nos. 


46 

Funnel (Borosil) 125 mm 

5 Nos. 


47 

Me cartney bottles (Borosil) 30 ml 

2000 Nos. 


48 

Specimen jar with lid Cylindrical—18 x 6 cm 

10 Nos. 


49 

Glass Bottle with screw cap-Autoclavable (Borosil)-50 ml 

100 Nos. 


50 

Glass Bottle with screw cap-Autoclavable—500 ml 

125 Nos. 


51 

Cover slip No.l 22 x 22 mm 0.13mm thickness 

1000 x 10 g 


52 

Microslides with polished edges 75 x 25 mm, 

1.5 mm thickness 

500 pkts. 


53 

VDRL slide (9 concavity) 

10 Nos. 


54 

Durham’s tube (small) 

1000 Nos. 


55 

Pasteur pipettes with teat 

100 Nos. 


56 

Petridish with partition 

25 Nos. 



Tender Schedule 


1. The period for which the rates to be in firm—One year. 

2. The rates should be inclusive of all taxes, otherwise tender will be rejected without any notice and for free 
delivery at the department concerned. 

3. Advance payments conditions will not be considered. 

4. Tender forms are neither transferable nor the cost of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated pamphlet (wherever necessary) neatly typed. Manuscripts 
should be avoided as far as possible. 

6. Tenders should be accompanied with a formal agreement executed in ? 100 Kerala—non Judicial—Stamp Paper 
together with required sum of Earnest Money Deposits. 

7. Earnest Money Deposit (one percentage) of the total cost of the articles quoted for can be remitted by way of 
Crossed Demand Drafts drawn in favour of the Principal, Medical College, Thiruvananthapuram. 

8. Finns will be exempted from furnishing Earnest Money Deposit if they had produced the duly attested copies of 
relevant certificate along with their tenders. 

9. Tenders unsealed, unsigned or submitted without superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money Deposit will not be entertained. 





11. Belated tenders will not be considered under any circumstance. 

12. For Medicines, Surgicals and Materials, Samples should be submitted along with the tender. Tenders without 
samples will not be considered for selection. 

13. Tenders should bear the signature and full postal address of the tenderers witnesses wherever necessary. 

14. The undersigned reserves the right to reject any tender wholly or partially without any prior information to the 
tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering lowest price whose specification confirm to the requirements 
in the tender notification. 

17. Tender will be opened in the presence of each of the tenderers or their authorized representatives who may 
present at the time. 

18. More details can be had from this office on working hours. 

( 2 ) 

No. C1/13745/2013/MCT. 17th June 2013. 

Sealed competitive tenders in the form prescribed are invited for the supply of Glasswares required for the Various 
Department of Medical College, Thiruvananthapuram. Tender should be superscribed, Tender number and addressed to the 
Principal, Medical College, Thiruvananthapuram-695 Oil. Details can be had from this Office on working hours till 3.30 p. 
m 


Tender No.—39/2013. 

Cost of tender form (Inclusive of Sales Tax) : 

Original—? 1,050. 

Duplicate—? 525. 

Last date and time for sale of tender form—30-7-2013, 3.30 p. m. 

Last date and time for receipt of tender—31-7-2013, 2.30 p. m. 

Opening date and time of tender—31-7-2013, 3 p. m. 

Tender forms will be sent through post if required provided due amount with sufficient postage charge (? 50) is 
sent by way of Money Order in favour of the Principal, Medical College, Thiruvananthapuram, Kerala State, Pin-695 OIL 
Money Order should reach this Office on or before 18-7-2013 at 3 p. m. No other forms of remittance will be accepted. 
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odS^ejoaru Ganooo ailcsScreijaro raiaoiaruom (mloaxmloDjo orufflcmcnjo—30-7-2013, 3.30 2 i 6 ml. 

[3c3r*£ioai} ai)j 1 ca>ol<flfi)janD raiaoiaroom (s/toratojo aroacnxiijo—31-7-2013, 2.30 216ml. 
odS^oai) «njo<fl 6 )jaT) railmxotojo arMtnioijo—31-7-2013, 3 216ml. 

<JciD0O63T3a3 (5)nJ0£ll(53 (501611301(3 (313CQ)CQ)tS6)JOT)(5llmjCSOJ6n3 (5)Jc&> (? 50) (313Ujlcft>2]0CQ>l (3T5(D)(!ffieo96)6n3(5)06m. 3^^001) (BaClOO 

(5i5il6)o3 oilei 6iOnnlaiil(53 emol(B§o 2i6ml(B(mo(3cux3 rarejcduo anilcfeoltseijaTxsioem. rarsejosxsxmjgg a®eio (3iacsnj ( Si9dcft)gjo m1ffl(n51c96)j 

011(5)0611}. CBnOOO <2(515)0 6 )SOo_|o 2q(.(3 nJ 1(5) 6313CBgO 21(50 61(5) fflfleijo (SaDOda^J 6)2)O^J cft>(SgO (31500) W <S6)003 (315)01(75^ 

61ry§J6)cft.06n3Jgg(5)Jo (5 21 (53 011 £10 011 o Ol^<fl(512)£J0(5151(5)J210CQ) 2)61T>l(S0Q>O(3(U)O2<ft>a3 ml OCTUlc06)J cm(5) 06m. 2) 61171(5 <30)0 (3 CU)(3 OJlfl 
(SnO0O63i3a3 (3i$O}(/5^6)<jj§26)<ft>06ri3;;gg (3ia(SrcJdMd<ft>u3 gro 650aoloiil(53 18-7-2013-07 2ija3nj ca>1§loo>l<3lc96)6mo. (5>02ianl^|j <ft>1§jcm 2i6ml 
ecmo^ajuojcajc^ mlracrulc96)jam(5)06m. odS^eioaii (Saoooo 6)6)<ft>aioooo3 njosleioraisxsijo 63<5lc96)(53 raras^j anjcft. railol^jjcejlgjcm 
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List of Items 


SI. 

No. 

Name of Items 

Biochemistry’ 

D & V 

Anatomy 

Pathology 

Total 

Number 

Total 

Amount 

(1) 

(2) 

( 3 ) 

( 4 ) 

( 5 ) 

(6) 

( 7 ) 

(8) 


1 

Test tube (12 x 100) 

5000 Nos. 



5000 Nos. 

2 

Test tube (15 x 150) 

5000 Nos. 



5000 Nos. 

3 

Test tube (13 x 75) 

5000 Nos. 



5000 Nos. 

4 

Pipette (Borosil) 1 ml 

50 Nos. 



50 Nos. 

5 

Pipette (Borosil) 2 ml 

50 Nos. 



50 Nos. 

6 

Pipette (Borosil) 5 ml 

50 Nos. 



50 Nos. 

7 

Pipette (Borosil) 10 ml 

50 Nos. 



50 Nos. 

8 

Pipette (Borosil) 0.1 ml 

20 Nos. 



20 Nos. 

9 

Conical Flask (1 ml) 

5 Nos. 



5 Nos. 

10 

Conical Flask (2 ml) 

5 Nos. 



5 Nos. 

11 

Conical Flask (5 ml) 

5 Nos. 



5 Nos. 

12 

Funnel 

50 Nos. 



50 Nos. 

13 

Measuring cylinder (50 ml) 

5 Nos. 



5 Nos. 

14 

Measuring cylinder (100 ml) 

10 Nos. 



10 Nos. 

15 

Measuring cylinder (500 ml) 

5 Nos. 



5 Nos. 

16 

Measuring cylinder (1 litre) 

5 Nos. 



5 Nos. 

17 

Beaker (50 ml) 

50 Nos. 



50 Nos. 

18 

Beaker (100 ml) 

100 Nos. 



100 Nos. 

19 

Beaker (250 ml) 

10 Nos. 



10 Nos. 

20 

Beaker (500 ml) 

10 Nos. 



10 Nos. 

21 

Std flask (100 ml) 

10 Nos. 



10 Nos. 

22 

Std flask (500 ml) 

5 Nos. 



5 Nos. 

23 

Dispenser 

5 Nos. 



5 Nos. 

24 

Separating funnel (1 litre) 

5 Nos. 



5 Nos. 

25 

Cover slips 22 x 22 mm 0.13 to 



5 Boxes 

5 Boxes 


0.16 thickness (1 pkt = 10 gms) 



(20 pkts in 

(20 Pkts in 





1 Box) 

1 Box) 

26 

Cover slips (22 x 50 mm 0.13 to 



5 Boxes 

5 Boxes 


0.16 thickness (1 pkt = 10 gms) 



(20 pkts in 

(20 Pkts in 





1 Box) 

1 Box) 

27 

Microslides (75 x 25 mm) 



5 Boxes 

5 Boxes 





(12 Pkts in 

(12 Pkts in 





1 Box) 

1 Box) 

28 

Beaker (1 litre) 


2 Nos. 

12 Nos. 

14 Nos. 

29 

Beaker (2 litre) 


2 Nos. 

12 Nos. 

14 Nos. 

30 

Measuring cylinder (1 litre) 


1 No. 


1 No. 

31 

Measuring cylinder (2 litre) 


1 No. 


1 No. 

32 

Test tube (Conical) 


2 Nos. 


2 Nos. 

33 

Test tube (Standard small) 


100 Nos. 


100 Nos. 

34 

Test tube (Standard large) 


100 Nos. 


100 Nos. 

35 

Glass slides (26 mm x 76 mm) 


100 Boxes 


100 Boxes 






(1) (2) (3) (4) (5) (6) (7) (8) 


36 

Staining bottle 


20 Nos. 

20 Nos. 

37 

Cover glass No. 1 

(22 x 30 mm) 


2000 

(small boxes) 

38 

Cover glass No. 1 

(22 x 40 mm) 


3000 

(small boxes) 


Tender Schedule 

1. The period for which the rates to be in firm—one year. 

2. The rates should be inclusive of all taxes, otherwise tender will be rejected without any notice and for free delivery 
at the department concerned. 

3. Advance payments conditions will not be considered. 

4. Tender forms are neither transferable nor the cost of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated pamphlet (wherever necessary) neatly typed. Manuscripts 
should be avoided as far as possible. 

6. Tenders should be accompanied with a formal agreement executed in ? 100 Kerala-non Judicial-Stamp Paper 
together with required sum of Earnest Money Deposits. 

7. Earnest Money Deposit (one percentage) of the total cost of the articles quoted for can be remitted by way of 
crossed Demand Drafts drawn in favour of the Principal, Medical College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest Money Deposit if they had produced the duly attested copies of 
relevant certificate along with their tenders. 

9. Tenders unsealed, unsigned or submitted without superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money Deposit will not be entertained. 

11. Belated tenders will not be considered under any circumstance. 

12. For Medicines, Surgicals and Materials, samples should be submitted along with the tender. Tenders without 
samples will not be considered for selection. 

13. Tenders should bear the signature and full postal address of the tenderers witnesses wherever necessary. 

14. The undersigned reserves the right to reject any tender wholly or partially without any prior information to the 
tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering lowest price whose specification confirm to the requirements 
in the tender notification. 

17. Tender will be opened in the presence of each of the tenderers or his authorized representative who may present 
at the time. 

18. More details can be had from this office on working hours. 


Medical College, 
Thiruvananthapuram. 


(Sd.) 

Principal. 




TENDER NOTICES 

( 1 ) 

No. C1/7590/2013/MCK. 1st June 2013. 

Sealed competitive tenders are invited for the 
purchase of Lab Apparatus to Medical College, 
Kottayam. 

Tender forms can be had from this office on 
payment of? 1,051 each in Cash or by Money Order till 
19-7-2013. No other modes of remittance will be 
entertained. Those who require tender forms by post, a 
sum of ? 40 will be added towards postage charges. 
Money Orders should reach this office at least 10 days 
prior to the closing date of tender sales. Cost of tender 
forms will not be refunded. 

The duly signed tenders superscribed on the 
envelope as “Tender No. C1/7590/2013/MCK for the 
purchase of Lab Apparatus” addressed to “The Principal, 
Medical College, Kottayam-8” should reach this office on 
or before 20-7-2013, 1 p. m. the due date mentioned in the 
Schedule. Tenders received late will not be entertained. 
The duly received tenders will be opened on 20-7-2013, 
2.30 p. m. in the presence of the tenderers or their 
authorized representatives who may present at that time. 

Further details can be obtained from this office 
during working hours. The undersigned reserves the right 
to reject any tender without assigning any reason. 

Gcft)0§<s2)o 6)ffl(u51c8S)Rs3 cB<ft>oeggslG£jceffl ejomj rarenjofflomo 
OJ 06313 J cm (ml cnocal ajLfloiij oc 3 <^eio cruj cMdsml^p 
a<&>ossicmi. 
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nJL cto 63 T 3«3 oinJoeilraS c3ra>(U oa^ aij gg cm 3 ? 40 rareculc&o 
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3c3ne!0<Tu ailra8njao raraai cruocnlcoajcm cmlcn 10 raloicruo 
ajoSnj £ielGc8a6ngo)06rn. odS^eiocru nJLOxarmtoajj oilei osteal 
cnraStfeioiDanei. 

o 6U 

3^ a eioarujcft,a3 c&aialcnjajt&.glraS “3(3<^eio(ru 
cnam (3 arul 1/7590/2013/03)0. crul. a*. goj<a>ffl6rn«5Tt5)l6ic$ 

(SoJffl £106111 C3TCo_|0 <3 0<TU ” o3)C1T> Gfflaei <PJ csrarroosjtftjsl 


“LoilaScnilojoaS, afflajul<flara 3 Gca>oegss, eca>o§cfflo-8” 03)011 
aileiocruarrolraS 20-7-2013 6303 asnoltsajizijam eieltoararoitoaoilcDo 
rara w w g coa 6 ire ®i0 6 rn . cnluailctsi mia <n> rarmlcnjeaaoado 
eielcoajomeraio ( 3 Tdoj)( 36 rncsfflo rara^cQ) 3 ( 3 >^eiocrujcft)a 3 oj®lai 6 ir>lce 6 >;j 
cmcmm. <r»Lnomi 2 i<i»o eie^aotn) oca^oaDjeftoS 20-7-2013, 
2.30 ffl 6 TDlc 9 a anjotsajrmfflioern. 

oil era 3 oil ai 0 63B«3 BiS^eiocru oj(.ra> rarrol ecno asoojo 
eie^ao6rn. woaanoa^ <&,oa> 6tdqijo <ft ,0 6TT)1 csaoao) 
B(3oeio cruj <ft>a3 cnlo anil <soj aio aijgg raiaail <ft>o 0 o 

(.oilaamilojoglroa ailcMiloj«5)ao6if). 

( 2 ) 

No. C1/9620/2013/MCK. 12th June 2013. 

Sealed competitive tenders are invited for the 
purchase of IF & Secondary Kit for IHC to Government 
Medical College, Kottayam. 

Tender forms can be had from this office on 
payment of ? 1,051 each prescribed cost in Cash or by 
Money Order till 24-7-2013. No other modes of remittance 
will be entertained. Those who require tender forms by 
post, a sum of ? 40 will be added towards postage 
charges. Money Orders should reach this office at least 
10 days prior to the closing date of tender sales. Cost 
of tender forms will not be refunded. 

The duly signed tenders superscribed on the 
envelope as “Tender No. C1/9620/2013/MCK for the 
purchase of Reagent Kits addressed to “The Principal, 
Government Medical College, Kottayam-8” should reach 
this office on or before 25-7-2013, 1 p. m. the due date 
mentioned in the Schedule. Tenders received late will not 
be entertained. The duly received tenders will be opened 
on 25-7-2013, 2.30 p. m. in the presence of the tenderers 
or their authorized representatives who may present at 
that time. 

Further details can be obtained from this office 
during working hours. The undersigned reserves the 
right to reject any tender without assigning any reason. 
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Government Medical College, (Sd.) 

Gandhinagar P. O., Kottayam. Principal. 



